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1877 July 10, 1914 

Common Towels— Offering for Public Use Prohibited. (Reg. Bd. of H., Sept. 17, 

1913.) 

Article 1. Sec. 17. It shall be unlawful for any person or persons, "firm or corpora- 
tion to offer for the general public use any toweling other than an individual or sanitary 
paper towel. 

Privies and Cesspools — Construction, Care, and Disposal of Contents. (Reg. Bd. 

of H., Sept. 17, 1913.) 

Art. 3. Section 1. No privy vault or cesspool shall hereafter be constructed or 
maintained on any lot or premises abutting on a street in which a sewer is laid. 

Sec. 2. No privy vault or cesspool shall hereafter be constructed within the city 
of Perth Amboy without a permit for that purpose first obtained from the health 
officer. 

Sec. 3. No person or persons or corporation shall hereafter build, make, or erect, 
any privy vault or cesspool within the city of Perth Amboy, unless the same shall be 
made or constructed of well-burnt brick or stone laid in hydraulic cement, and said 
privy vaults and cesspools shall not be less than 4 feet or more than 8 feet deep, and 
the sides and bottom thereof shall be at least 8 inches in thickness; provided, however, 
that in lieu of brick or stone the bottom may be constructed of one piece of flagstone 
laid in cement and said privy vaults or cesspools shall be water-tight. 

Sec. 4. No rain-water leaders, waste pipe, or soil pipes shall discharge or run into 
any privy vault nor shall any slops or filthy water be deposited therein. 

Sec 5. No person shall throw in or deposit in any vault sink, privy, or cesspool 
any offal, meat, fish, garbage, or other substance except that of which any such place 
ia the appropriate receptacle. 

Sec. 6. No owner, agent, tenant, lessee, or occupant or persons having charge of 
any dwelling, tenement house, building, or premises to which any privy vault or 
cesspool shall appertain or be attached, shall draw off or allow to run off upon any 
other premises or street, lane, or alley, or public places, the contents of any such 
privy vault or cesspool, nor shall the owner, agent, tenant, lessee, occupant, or per- 
son in charge permit the contents of said privy vault or cesspool to rise within one foot 
of any part of the top thereof or to become offensive. 

Sec. 7. No privy vault or cesspool shall be built or maintained within 10 feet of 
the line of any street, within 5 feet of the party line or fence of the adjacent lot or 
lots, or within 25 feet of the door, or window of any dwelling, factory, or building 
used by man, unless otherwise ordered by the board of health; and no privy vault 
or cesspool shall be completed, nor shall any cover be made, put upon, or over the 
same, until the said privy vault or cesspool has been inspected by the health officer 
and been found to correspond to the terms of the permit and the provisions of this 
article. 

Sec. 8. Every person or persons or corporation who shall construct a privy vault 
or cesspool in connection with a building within the city shall construct same in such 
a manner and in such position as to afford ready means of access for the purpose of 
cleaning such privy vault or cesspool and of removing the contents thereof, and in 
case of cesspools, they shall be built to the top of the ground and covered with flag- 
stones or other safe and durable covering affording proper ventilation. 

Art. 4. Section 1. Every privy vault or cesspool shall be cleaned or emptied at 
least once a year or oftener as may be necessary, and such underground structure shall 
be cleaned only by licensed scavengers, and any scavenger who shall commence to 
empty any such vault or cesspool shall without delay finish the job. 

Sec. 2. All persons engaged in the business of removing the contents of cesspools 
and privies in this ]city shall use water-tight tanks or boxes with close fitting lids or 



